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-9005070236 Informs that Boehlert requested item changed to request for dates for
New York power plants plus Cintichem reactor.

RATHBUN.D. Congressional Affairs. 90/04/05. BLAHA.J. Dep Exec Dir for Nuc Matls
Safety.Safeguards & Operations Support (Post 890205). 2pp. 53747:214-53747:215.

P. Operating license stage documents & correspondence

9003300128 Suppl 1 to Generic Ltr 89-13 to all holders of OLs or CPs for nuclear power
plants re svc water sys problems affecting safety-related equipmentSvc list encl.
PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 128pp. 53601:001-53601:130.

9004240247 Advises that implementation of Generic Ltr 89-06 requirements re SPDS
completed,per Suppl 1 to NUREG-0737 & NUREG-1342.

BRINKMAN.D.S. Project Directorate 1-1. 90/04/18. BRAM.S.B. Consolidated Edison
Co. of New York, Inc. 2pp. 53587:357-53587:358.

9004250208 Forwards Amend 150 to License DPR-26 & safety evaluation. Amend per-
mits reracking of spent fuel storage pit w/high density storage racks containing "Bora-
flex" as neutron absorber.

BRINKMAN.D.S. Region 1, Ofc of the Director. 90/04/19. BRAM.S.B. Consolidated
Edison Co. of New York, Inc. 3pp. 53603:241-53603:276.

-9004250212 Amend 150 to License DPR-26,revising Tech Specs to permit reracking of
spent fuel storage pit w/high density storage racks containing "Boraflex" as neutron
absorber.
CAPRA.RA Project Directorate 1-1. 90/04/19. 14pp. 53603:244-53603:257.

-9004250215 Safety evaluation supporting Amend 150 to License DPR-26.

*  Office of Nuclear Reactor Regulation, Director (Post 870411). 90/04/19. 19pp.
53603:258-53603:276.

9004300115 Notification of 900502 meeting w/util in Rockville.MD to discuss proposed
changes to facility QA program plan.

BRINKMAN.D.S.    Project   Directorate   1-1.   90/04/24.    MURLEY.T.,    GRIMES.B.,
MCKEE.P. NRC - No Detailed Affiliation Given. 3pp. 53664:355-53664:357.

9004200195 Generic Ltr 90-04 to all holders of OLs & CPs for nuclear power reactors re
request for info on status of licensee implementation of generic safety issues resolved
w/ imposition of requirements or corrective....Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/25. Consolidat-
ed Edison Co. of New York, Inc. 81pp. 53663:001-53663:083.

9005020180 Provides supplemental info re 900323 request for approval to delete dedi-
cated rnaint positions assigned around clock in initial hour of potential emergency.per
Suppl 1 to NUREG-0737.

BRAM.S.B. Consolidated Edison Co. of New York, Inc. 90/04/25. Document Control
Branch (Document Control Desk). 1p. 53674:064-53674:064.

9005070077 Forwards safety evaluation accepting util 891003 requests for relief from
inservice testing requirements of ASME Section XI & Generic Ltr 89-04.
CAPRA.R.A. Project Directorate 1-1. 90/04/26. BRAM.S.B. Consolidated Edison Co. of
New York, Inc. 4pp. 53778:098-53778:105.

-9005070082 Safety evaluation accepting util 891003 requests for relief from inservice
testing requirements of ASME Section Xl.based on compliance w/Tech Spec 4.2.1 &
10CFR50.55a(g).

*   Office of Nuclear Reactor Regulation, Director (Post 870411). 90/04/26. 4pp.
53778:102-53778:105.

9005070094 Expresses appreciation for cooperation & assistance re 900601 site visit by
Soviets.Visit will acquaint Soviet delegation w/US designed PWR facility & provide op-
portunity to discuss nuclear safety.

BOGER.BA Division of Reactor Projects - l/ll (Post 870411). 90/04/26. BRAM.S.B.
Consolidated Edison Co. of New York. Inc. 5pp. 53746:123-53746:127.

9005040257 Forwards Amend 151 to License DPR-26 & safety evaluation. Amend re-
vises Tech Specs to remove restriction that limits combined time interval for three
consecutive surveillances to less than 3.25 times specified interval.
BRINKMAN.D.S. Project Directorate 1-1. 90/04/30. BRAM.S.B. Consolidated Edison
Co. of New York, Inc. 2pp. 53736:184-53736:205.

-9005040258 Amend 151 to License DPR-26,revising Tech Specs to remove restriction
that limits combined time interval for three consecutive surveillances to less than 3.25
times specified interval.
CAPRA.R.A. Project Directorate 1-1. 90/04/30. 17pp. 53736:186-53736:202.

-9005040260 Safety evaluation supporting Amend 151 to License DPR-26.

*   Office of Nuclear Reactor Regulation. Director (Post 870411). 90/04/30. 3pp.
53736:203-53736:205.

9005230268 Forwards agenda for NRC Region I Radiation Protection Managers Confer-
ence   on   900523-24   in   King   of   Prussia,PA.   Agenda   items   include,exposure
controls.radiological consequences of unexpected crud bursts & prenatal exposure.
KNAPP.M.R. Region 1, Ofc of the Director. 90/05/02. BRAM.S. Consolidated Edison
Co. of New York, Inc. 6pp. 53919:313-53919:318.

9005170139 Responds to 900418 telcon re ACRS request for addl info on moderator
temp coefficient & ATWS.Discussion at 890421 meeting of ACRS I&C concluded that
plants satisfying requirements.

BRAM.S.B. Consolidated Edison Co, of New York, Inc. 90/05/03. BRINKMAN.D.S.
Project Directorate 1-1. 5pp. 53855:123-53855:127.

9005170052 Summary of 900502 meeting w/util in Rockville.MD re proposed Rev 7 to
facility QA program description.List of attendees encl.

BRINKMAN.D.S.  Project Directorate 1-1. 90/05/08.  Project Directorate 1-1.  3pp.
53856:168-53856:170.

9005090120 Suppl 1 to Generic Ltr 90-03 to all power reactor licensees & applicants re
relaxation of staff position in Generic Ltr 83-28,ltem 2.2,Part 2, "Vendor Interface for
Safety-Related Components." Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/14. Consolidat-
ed Edison Co. of New York, Inc. 90pp. 53801:001-53801:090.

9005090388 Correction to Suppl 2 to Generic Ltr 88-20, "Accident Mgt Strategies for
Consideration in Individual Plant Exam Process." Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/05/16. Consolidat-
ed Edison Co. of New York. Inc. 277pp. 53903:001-53903:277.

-9003300127 Suppl 2 to Generic Ltr 88-20 to all holders of OLs & CPs for nuclear
power reactor facilities re accident mgt strategies for consideration in individual plant
exam process.Svc list encl.

PARTLOW.J.G. Associate Director for Projects (Post 870411). 90/04/04. Consolidat-
ed Edison Co. of New York, Inc. 138pp. 53903:092-53903:277.

9005220128 Forwards proprietary WCAP 12573 & nonproprietary WCAP 12574, "Indian
Point Unit 2 Steam Generator Insp.Repair & Restoration Program" per NRC 900314
requestProprietary rept withheld.

BRAM.S.B. Consolidated Edison Co. of New York, Inc. 90/05/16. Document Control
Branch (Document Control Desk). 2pp. 53902:064-53902:105.

-9005220131 Requests withholding of proprietary WCAP 12573, "Indian Point Unit 2
Steam Generator Insp.Repair & Restoration Program," from public disclosure (ref
10CFR2.790).

WIESEMANN.R.A. Westinghouse Electric Corp. 90/05/14. MURLEY.T. Office of Nu-
clear Reactor Regulation, Director (Post 870411). 10pp. 53902:066-53902:075.

-9005220134 Nonproprietary "Indian Point Unit 2 Steam Generator Insp, Repair & Res-
toration Program."

*  Westinghouse Electric Corp. WCAP 12574. 90/05/30. 31pp. 53902:076-53902:105.

9005220143 Advises that NRC has no position on complaint filed by util w/courts initiat-
ing litigation re steam generators.supplied by Westinghouse.for use at facility. Defects
in equipment, matls & svcs must be reported to NRC per 10CFR21.
CAPRA.R.A. Project Directorate 1-1. 90/05/16. BRAM.S.B. Consolidated Edison Co. of
New York, Inc. 2pp. 53879:318-53879:319.

Q. inspection reports, IE Bulletins & correspondence

9005020140 Remits payment of civil penalty in amount of $50,000,per NRC 900410 Itr.
BRAM.S.B. Consolidated Edison Co. of New York, Inc. 90/04/18. Ofc of Enforcement
(Post 870413). 1 p. 53670:322-53670:322.

9004250137 Forwards Insp Rept 50-247/90-07 on 900312-16 & notice of violation.
LINVILLE.J.C. Region 1. Ofc of the Director. 90/04/19. BRAM.S. Consolidated Edison
Co. of New York. Inc. 2pp. 53597:166-53597:175.

-9004250140 Notice of violation from insp on 900312-16.Violation noted: changes
made to listed procedures w/o necessary administrative review & approval.

*  Region 1, Ofc of the Director. 90/04/19. 1p. 53597:168-53597:168.

-9004250145 Safety Insp Rept 50-247/90-07 on 900312-16.Violation noted. Major
areas inspected:preparations for & implementation of NRC approved stretch power
amend at plant,including licensed operator training & engineering preparation & over-
sight.
MEYER.G.W. Region 1, Ofc of the Director. 90/04/19. 7pp. 53597:169-53597:175.

9004300353 Forwards documentation to support disagreement w/conclusions in Insp
Rept 50-247/90-06.Encl withheld.

BRAM.S.B. Consolidated Edison Co. of New York, Inc. 90/04/20. Document Control
Branch (Document Control Desk). 1p. 53656:214-53656:214.

9005070265 Forwards Integrated Performance Assessment Team Insp Rept 50-247/90-
80 on 900207-16.ConsoKdated improvement program found comprehensive.logically
integrated w/existing site programs & possesses clear lines of accountability & goals.
KANE.W.F. Region 1, Ofc of the Director. 90/04/24. BRAM.S. Consolidated Edison
Co. of New York, Inc. 3pp. 53746:286-53746:323.

-9005070267 Integrated Performance Assessment Team Insp Rept 50-247/90-80 on
900207-16-Major areas inspected:previous concern in engineering.corrective action &
QA.
KELLY.E.M. Region 1, Ofc of the Director. 90/04/24. 35pp. 53746:289-53746:323.

9004200525 Suppl 1 to NRC Info Notice 89-070, "Possible Indications of Misrepresent-
ed Vendor Products." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/26.
Consolidated Edison Co. of New York, Inc. 102pp. 53601:131-53601:234.

9004240313 NRC Info Notice 90-027, "Clarification of Recent Revs to Regulatory Re-
quirements for Packaging of U Hexafluoride (UF6) for Transportation." Svc list encl.
TEN EYCK.E.Q. Division of Safeguards & Transportation (Post 870413). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53742:001-53742:099.

9004240359 NRC Info Notice 90-028, "Potential Error in High Steamline Flow Setpoint."
Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York. Inc. 91pp. 53601:235-53601:327.

9004240393 NRC Info Notice 90-029, "Cracking of Cladding & Heat-Affected Zone in
Base Metal of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/04/30.
Consolidated Edison Co. of New York, Inc. 97pp. 53601:328-53602:067.

9004250159 NRC Info Notice 90-030, "Ultrasonic Insp Techniques for Dissimilar Metal
Welds." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/01.
Consolidated Edison Co. of New York, Inc. 98pp. 53663:084-53663:183.

9005030007 NRC Info Notice 90-032, "Surface Crack & Subsurface Indications in Weld
of Reactor Vessel Head." Svc list encl.

ROSSI.C.E. Division of Operational Events Assessment (Post 870411). 90/05/03.
Consolidated Edison Co. of New York, Inc. 100pp. 53753:104-53753:203.

9004260013 NRC Info Notice 90-031, "Update on Waste Form & High Integrity Contain-
er Topical Rept Review Status, Identification of Problems W/Cement Solidification &
Reporting of Waste Mishaps." Svc list encl.

BANGART.R.L. Division of Low-Level Waste Management & Decommissioning (Post
870413). 90/05/04. Consolidated Edison Co. of New York, Inc. 101pp. 53753:001-
53753:103.

9005140179 Forwards Insp Rept 50-247/90-09 on 900327-29.NO violations noted.
GALLO.R.M. Region 1, Ofc of the Director. 90/05/04. BRAM.S. Consolidated Edison
Co. of New York, Inc. 2pp. 53820:084-53820:089.